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CONFIDENTIAL STATE 199590 

USEEC 

E.O. 11652: GDS 

TAGS: ENRG, TECH, NL, EEC 

SUBJECT: PHYSICAL SECURITY MEASURES AT PETTEN NUCLEAR 
FACILITY 

REF: A. BRUSSELS 12767; B. STATE 115477 

1 . IN VIEW OF GROWING CONCERNS REGARDING DELAY IN COMPLE- 
TION OF CONSIDERATION OF PENDING EXPORT LICENSE APPLICA- 
TIONS INVOLVING SHIPMENTS OF HIGH-ENRICHED URANIUM TO THE 
PETTEN FACILITY, AN EARLY RESPONSE TO QUESTIONS (A) AND 

(C) WOULD BE APPRECIATED. 

2. IF DUTCH PERMREP HAS NOT YET PROVIDED NECESSARY INFOR- 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 199590 

MATION TO EC COMMISSION, USEEC STATUS REPORT AND PROGNOSIS 
WOULD BE HELPFUL. WE ARE AWARE THAT GENERAL UNAVAILABILITY 
OF EC OFFICIALS DURING SUMMER VACATION PERIOD MAY HAVE 
COMTRIB UTED TO DELAY IN RECEIPT OF STILL-PENDING INFOR- 
MATION. CHRISTOPHER 
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